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U.S. District Court 
Southern District of Florida 


Notice of Electronic Filing 

The following transaction was entered on 8/17/2016 at 2:25 PM EDT and filed on 8/17/2016 
Case Name: WILDING et al v. DNC SERVICES CORPORATION et al 

Case Number: 0:16-cv-61511-WJZ 

Filer: 

Document Number: 30(No document attached) 

Docket Text: 

PAPERLESS ORDER granting [28] Motion to Appear Pro Hac Vice. Attorney Bruce V. Spiva is 
permitted to appear on behalf of Defendants. Signed by Judge William J. Zloch on 8/17/2016. 
(be) 


0:16-cv-61511-WJZ Notice has been electronically mailed to: 

Gregg Darrow Thomas gthomas@tlolawfirm.com, abeene@tlolawfirm.com 
Antonio Gabriel Hernandez hem849 1 @bellsouth.net 
Cullin Avram O’Brien cullin@cullinobrienlaw.com. 

Elizabeth Lee Beck elizabeth@beckandlee.com . beckandlee@gmail.com . cmecf@beckandlee.com. 
ekle2007@yahoo.com 

Jared H. Beck iared@beckandlee.com, beckandlee@gmail.com , cmecf@beckandlee.com, 
ekle2007@yahoo.com 


Graham Wilson gwilson@perkinscoie.com 
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Ruthzee Louijeune rlouijeune@perkinscoie.com 
Elisabeth C. Frost efrost@perkinscoie.com 
Marc E. Elias melias@perkinscoie.com 

0:16-cv-61511-WJZ Notice has not been delivered electronically to those listed below and will be provided 
by other means. For further assistance, please contact our Help Desk at 1-888-318-2260.: 

Steve Schonberg(Terminated) 

7938 SE 12th Circle 
Ocala, FL 34480 
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